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BOROUGH  OF  PEMBROKE 


H 


!L  MU  A L REPORT 
OF  THE 

GEE I OR  SOLITARY  INSPECTOR 
FOR  THE  YE-^R  1954 

To:-  His  Worship  the  Mayor  and  Corporation 
of  the  Borough  of  Pembroke. 


Mr.  Mayor,  Ladies  and  Gentlemen, 

I have  pleasure  in  submitting  herewith  my  Annual 
Report  for  the  year  ended  31st  December,  1934* 


OFFICERS 


Senior  Sanitary  Inspector  - C.R.  Sandell, 

Certificate  of  the  Royal  Sanitary  Institute  and 
Sanitary  Inspectors’  Examination  Joint  Board. 
Certificate  of  the  Royal  Sanitary  Institute  for 
Inspectors  of  Meat  and  Other  Foods. 

Additional  Sanitary  Inspector  - J.  Hogg. 

Certificate  of  the  Royal  Sanitary  Institute  and 
Sanitary  Inspectors’  Examination  Joint  Board. 
Certificate  of  the  Royal  Sanitary  Institute  for 
Inspectors  of  Meat  and  Other  Foods. 

Secretary/Shorthand-Typist  - Miss  S.A.  Griffiths. 

General  Certificate  of  Education  in  seven  subjects. 

Rodent  Operative  - Wm.  D.G.  McCarthy. 

AREA  The  area  of  the  Borough  of  Pembroke  is  5j623«  acres. 

POPULATION  The  population  was  estimated  to  be  12,890. 

INHABITED  ■ HOUSES  The  number  of  inhabited  houses  in  the 
Borough  at  the  end  of  1954  was  estimated  at  3,90 3. 

RATEABLE  VALUE  The  rateable  value  of  the  Borough  of 
Pembroke  at  the  1st  April,  1954  was  £63,068  . The  sum 
represented  by  a penny  rate  was  estimated  to  be  £254® 


1 


WRTER  SUPPLY 


Tte5  water  supply  to  the  Borough  is  pumped 
from  Milton  Springs  to  a reservoir  at  Stephens  Green. 

From  there  it  gravitates  to  Golden  Hill  reservoir  from 
which  it  is  distributed  throughout  the  Boroughs  The 
springs  at  Milton,  unfortunately,  do  not  give  a water 
of  consistant  purity  and  therefore  the  supply  to  the 
Borough  is  chlorinated  and  subsequently  dechlorinated. 

The  results  of  samples  taken  before  and  after  chlo- 
rination reveal  that  this  procedure  gives  the  Borough 
a water  supply  of  satisfactory  purity. 

The  varying  results  of  samples  taken  from  Milton 
Sprints  may,  so  some  degree,  be  due  to  contamination 
from  cesspools  and  privies  in  the  area.  The  Pembroke 
Rural  District  Council  have  been  approached  on  the 
matter  and  during:  1952  a new  sewer  was  laid  by  Item  in 
readiness  for  the  conversion  of  the  premises  in  the  area. 
So  far,  however  no  premises  have  been  connected.  When 
these  premises  ore  connected  the  water  from  the  Springs 
will  undoubtably  show  an  improvement  in  purity. 

The  supply  of  water  remains  adequate  for  the  needs 
of  the  Borough  but  the  storage  capacity  of  the  reservoirs 
is  still  insufficient.  The  Council’s  scheme  for  the 
construction  of  a new  2,000,000  gallon  reservoir  ih  the 
neighbourhood!  of  Norchard  Beacon  continued  to  be  held  up. 
However  work  was  started  on  the  12"  duplicate  main  from 
Golden  Hill  reservoir  to  Tregennas  Hill# f ' .■ 


Complaints  continpedto  be  received  regarding  the 
inadequate  water  pressure  in  the  upper  areas  of  the  town. 
This  problem,  which  is  becoming  more  and  more  acute  as 
new  housing  development  proceeds,  will  be  solved  when 
the  Norchard  Season  scheme  is  completed.  Pending  the 
building  of  the  new  reservoir  the  above  mentioned  dup- 
licate main  will  improve  the  pressure  .‘in  these  upper 
areas  and  will  give  them  a more  adequate  supply  of  water. 

Regular  samples  of  water  were  taken  during  the  year 
from  the  Council’s  supply  both  for  chemical  and  bacter- 
iological examination. 

5 chemical  samples  token  from  the  springs  and  from 
various  distribution  points  showed  that  the  water  was  of 
ocellent  organic  purity.  It  was,  however,  somewhat 
hard  and  would  be  expected  to  lay  down  scale  in  boilers 
and  hot  water  systems-  It  was  non-corrosive.  'One 
sample  of  water  taken  from  a private  supply  proved  to  be 
unsatisfactory  both  chemically  and  bacter iologically. 

This  supply  of  water  has  now  been  closed  and  the  premises 
concerned  re-connected  to  the  public  mains  supply. 


4)  Bacteriological  exomina  ion  of  water  token  direct  from 
Milton  Springs  showed  Iks''  the  Springs  cannot  be  relied 
upon  to  give  a water  o:  c'nstan;  purity.  Of  four  samples 

of  water  which  were  ts  :en  for  bacteriological  examination 
three  were  found  to  b: , • sa jisf ac bory  and  one  to  be  unsat- 
isfactory. . However* jf  14  samples  of  water  taken  in  the 
Borough  after  chlori:  otio  1 onl,  one  was  found  to  be 
unsatisfactory.  A .econd  sam;.>le  taken  from  the  same  distributio 
point  proved  to  be  'satisfactory.  One  sample  taken  from  a 
private  supply  pro^ej  to  be  unsatisfactory  both  chemically 
and  bacteriologies  H y,  This  supply  of  water  has  now  been 
closed  and  the  pre  n .ses  concerned  re-connected  to  the 
Public  supply. 

The  following  table  shows  approximately  the  number 
of  private  dwelling  houses?  and  population  drawing  water 
from  (a)  Corporation  supply  piped  direct  to  houses  (b) 

Corporation  supply  by  means  of  a standpipe  and  (c)  private 
supplies. 


Wo.  of  houses  Population 


Corporation  supplj  direct 
to  houses 

3,826 

12,657 

Standpipes 

37 

98 

Private  Supplies 

40 

135 

3,903 

12,890 

DRAINAGE  I,ND  SEWERAGE 

During  the  year  the  Borough  Surveyor  completed  the 
installation  of  the  new  electrically  operated  pen-stock 
at  the  sewer  outfall. 

Excluding  closet  conversions?  small  drainage  improve- 
ments were  carried  out  by  private  persons  at  4 premises  and 
in  each  case  the  systems  were  inspected  and  tested  by  my 
department. 


CLOSET  ACCOMMODATION 

Good  progress  was  made  during  the  period  under  review 
in  reducing  the  number  of  bucket  closets  and  privies  and 
replacing  them  by  water  closets.  The  conversion  of  a 
number  of  properties  in  the  Pembroke  area  was  completed 
during  the  year.  Several  owners  and  occupiers  in  both 
Pembroke  and  Pembroke  Dock  took  advantage  of  the  Council's 
offer  to  pay  half  of  the  cost  of  conversion  and  went  ahead 
with  the  provision  of  water  closets  at  their  premises. 
Apart  from  the  above  conversion  scheme,  during  the  year 
7 bucket  closets  were  replaced  by  water  closets  and  at  the 
end  of  the  year  the  number  of  houses  with  closets  of  each 
type  was  approximately  as  follows :- 

Water  Closets  Bucket  Close  ts  Privies 


3,721 


102 


80 


PUBLIC  CLEANSING 


Refuse  eollection  continued  to  be  carried  out  by 
direct  labour.  A Shelvoke  & Dreary  7 cu. yd.  side  loader 
refuse  freighter  and  a team  of  three  men,  consisting  of  a 
driver-loader,  two  loaders  and  a parttime  loader,  are 
employed  to  carry  out  this  work#  Refuse  is  collected 
weekly  with  the  exception  of  certain  main  roads  which 
are  oollected  twice  a week.  The  refuse  is  disposed  of 
by  by  means  of  tipping  at  Waterloo. 

During  the  year  it  was  found  that  the  existing  7 
year  old  vehicle  was  no  longer  able  to  cope  reliably 
with  refuse  collection  in  the  Borough.  The  quantity 
of  refuse  collected  continued  to  increase  and  break- 
downs were  becoming  more  frequent.  In  these  circum- 
stances I had  to  give  consideration  to  the  possibility 
of  ecquirihg  another  vehicle.  The  Council  decided  that 
it  would  be  more  economical  to  purchase  one  large  vehicle 
rather  than  to  run  two  smaller  vehicles.  Tenders  and 
specifications  were  obtained  from  a number  of  firms. 

The  Council  also  asked  for  a working  demonstration  in  order 
that  they  could  be  satisfied  that  any  vehicle  which  they 
might  order  could  negotiate  the  Pembroke  Dock  back  lanes. 
Some  were  unable  to  negotiate  the  lanes  and  some  got 
round  only  with  great  difficulty. 

Ond  of  the  vehicles  which  was  considered  was  a 
Shelvoke  & Drewry  1 6/1 8 cu.  yd.  Fore  and  lift  Tipper. 

This  machine  was  used  in  a working  demonstration  for 
one  week.  This  demonstra tion  proved  that  this  vehicle 
could  negotiate  the  lanes  and  carry  out  the  work  of  refuse 
collection  satisfactorily. 

At  the  end  of  the  year  the  Council  were  about  to 
consider  the  position  end  come  to  a final  decision  as  to 
which  vehicle  to  order. 

Salvage  is  also  collected  once  weekly  by  means  of 
the  some  vehicle  end  staff  enumerated  above.  It  consists 
mainly  of  waste  paper  and  during  the  year  under  review 
I hod  no  difficulty  in  disposing  of  this  commodity... 


S-.nlTr-vY  INSPECTION 

The  following  is  a tabular  statement  showing 
(a)  The  number  and  nature  of  inspections  made  during 


the  year. 

b)  The  number  of  statutory 

c)  Tho  result  of  the  servi 
Gene  i' a 1 Sanitation 


eater  Supply  18 

Drainage  278 

Factories  9 

Public  Conveniences  41 

Refuse  Collection  144 

Refuse  Disposal  39 

Acc.  & Deposits  31 

Rodent  Control  339 

Mis.  Sanitary  Visits  176 
Water  Samples. 
Bacteriological  21 

Chemical  6 

Salvage  71 

Moveable  Dwellings  19 

Workshops  2 

Places  of  Entertainment2 
Mosquito  Control  19 

Under  Public  Health  Act 
Houses  Visited  171 

Revisits  1296 

Under  Housing  Act 
Houses  Visited  3^5 


and  other  notices  served. 
q of  such  notices. 

Filthy  or  Verminous  Premises 


Houses  Visited  1 

Revisits  1 

Meat  and  Food  Inspection 
Abattoir  470 

Butchers  41 

Grocers  68 

Ice-Cream  Premises  9 

Food  Preparing  Premises  7 

Market  Stalls  6 

Restaurants  3 

Greengrocers  and  Fruiterers  4 
N.A.A.F. I.  2 

Milk  Samples  6 

Infectious  Disease 

Investigations  5 

Inquiries  into  Qtho.r  I.D.  4 

Visits  re  Disinfection  1 

Notices  Served 

Verbal  Served  19 

Informal  Served  H8 

Statutory  Served  46 

Notices  Complied 
Informal  Complied  with  54 

Statutory  Complied  with  1 


4. 


SHOPS  AND...  OPPICES 

The  volume  of  other  work  during  the  year  rendered 
it  impossible  for  regular  inspections  of  shops  and 
offices  to  be  carried  out  under  the  Shops  Act?  1950  and  J 
the  Public  Health  Act*  1936  respectively. 


CAMPING  SITES 


1)  The  number  of  sites  in  the  Borough  which  were  used 
for  camping  purposes  during  1954  was?  to  the  best  of 
my  knowledge?  8.  One  of  these  was  no  longer  in  use 
at  the  end  of  the  year. 

2)  There  were-  no  camping  sites  in  respect  of  which 
Licences  had  been  issued  by  the  Local  Authority  under 
Section  269  of  the  Public  Health  Act?  1936. 

3)  The  estimated  maximuto  number  of  campers  resident 
in  the  Borough  at  one  time  during  the  summer  season 
was  50. 

In  connection  with  the  above  figures  I have  to  point 
out  that  the  campers  on  the  above  sites  were  not  campers 
in  the  ordinary  sense  of  the  word  but  were  residents 
of  a more  or  less  permanent  or  semi-permanent  nature 
There  are  no  licensed  camping  sites  in  the  Borough  and 
the  campers  at  each  site  are  licensed  individually  to 
erect  or  station  and  use  moveable  dwellings.  Pour 
sites  are  occupied  by  persons  of  the  Gypsy  class  and 
are  situated  soiim  considerable  distance  from  the  town. 

One  site  on  Crown  property  is  now  no  longer  in  use. 

During  the  year  six  licences  were  granted  to  erect  or 
station  and  use  a moveable  dwelling. 

There  is  little  doubt  that  there  is  now  a need  for 
a properly  planned  and  constructed  camping  site  in  the 
Borough  and  this  site?  if  provided?  would  add  to  the 
amenities  of  the  iArea.s 


SWIMMING  BATHS  AND  POOLS 

In  the  Borough  there  are  no  public  or  privately 
owned  swimming  baths  or  pools  open  to  the  public. 


EicADICATION  OP  BED-  BUGS  Aim. ..PLEAS 

During  the  year  1 house  was  treated  for  infestation 
by  bedbugs  and  two  premises  treated  for  infestation  by 
fleas.  I am  pleased  to  report  that  none  of  these  infes- 
tations were  in  Council  houses  and  that  up  to  the  present 
the  standard  of  cleanliness  of  families  rehoused  by  the 
Council  has  been  so  high  that  it  has  not  been  necessary 
to  inspect  their  belongings  before  removal. 

On  the  rare  occasions  when  a case  of  infestation  by 
bedbugs  is  discovered  the  usual  practice  is  for  the  Council 
to  carry  cut  the  work  on  payment  by  the  person  responsible 


for  the  infestation.  After  disinfestation  the  occupier 
is  advised  to  notify  me  immediately  if  he  should  see  any 
signs  or  more  bugs.  If  re-infestation  should  occurr  in  a 
very  short  time  the  premises  would  be  disinfested  again 
this  time  free  of  charge. 

schools 

There  are  6 schools  in  the  Borough.  Seven  are  under 
the  control  of  the  Pembrokeshire  County  Local  Education 
Authority  and  one  is  a private  school.  They  all  have  a 
piped  town  water  supoly,  and  in  each  case  the  sanitary 
accommodation  consists  of  individual  water  closet  pans 
connected  to  the  Public  Sewer. 

Cases  of  infectious  disease  among  school  children 
are  visited  end  both  cases  and  contacts  are  excluded 
where  necessary,  in  accordance  with  the  recommendations 
of  the  Memorandum  on  ‘Closure  of  and  Exclusion  from  School’. 


SMOKE  ^BATEMErT 

Bo  atmospheric  pollution  readings  are  taken  in  the 
Borough  by  this  department  but  from  figures  given  in 
Parliament  for  the  period  from  January  1949  to  December 
1953  the  atmosphere  in  the  Borough  contains  only  one  mill- 
igramme ox  smoke  per  100  cubic  metres.  When  one 
compares  this  with  the  figure  of  53  milligrammes  per 
100  cu.  metres  for  one  area  in  Lancashire,  one  realises 
that  our  figure  indicates  an  atmosphere  of  exceptional  purity „ 


HOUSING. 


There  are  a lot  of  small  poor  class  cottages  in  the 
Borough  and  the  general  standard  of  housing  remains  low. 

In  my  opinion  it  would  take  approximately  25  years  to 
deal  with  all  of  the  unfit  houses.  The  poor  general 
condition  of  housing  in  the  Borough  makes  it  on  uneco- 
nomical proposition  for  owners  to  operate  the  rent  increases 
permitted  under  the  Housing  Repairs  and  Rents  Act,  1954* 

The  owners  therefore  find  it  increasingly  difficult  to 
carry  out  necessary  repairs  because  of  the  low  rents  received. 
Thus,  for  the  most  port,  the  condition  of  these  properties 
continues  to  deterioate. 

The  Council  however,  continued  its  housing  programme 
and  during  the  year  another  41  permanent  houses  were  completed. 


Th is  brought  the 
31st  December  to 

total 
503  ma 

umber  of  Corporation  houses 
de  up  as  follows:- 

at 

PEMBROKE  A 

REA 

PEMBROKE  DOCK  AREA 

TOTALS 

Permanent 
Green  Meadow 
Shoulder  of 
Mutton 

Temporary 

60 

162 

242 

Perry  Road  44 
Hawke stone  Rd  7 6 
Cross  Perk  41 

l6l 

403 

Jograms 

16 

Britannia  Estate  84 

100 

505 

6 


HOUSING  STATISTICS 


1 • INSUHCTI.ON  OF  DUELLING- HOUSES  DURING  THio  YEAR : - 

(a)  (i)  Total  number  of  dwelling-houses  inspected 

for  housing  defects  (under  Public  Health  or 
Housing  Acts)#. 

(ii)  Number  of  inspections  made  for  the  purpose 

(b)  (i)  Number  of  dwelling-houses  (included  under  sub- 

heading (a)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Regulations,  1925  end  1932...*... 


(ii) 

Number  of  inspections  made  for  the  purpose 

(c)  Number  of  dwelling-houses  found  to  be  in  a 
state  so  dangerous  or  injurious  to  health 
as  to  be  unfit  for  human  habitation........ 

(d)  Number  of  dwelling-houses  (exclusive  to 

those  referred  to  under  the  preceding  sub- 
heading) found  not  to  be  in  all  respects 
reasonably  fit  for  human  habitation 

2.  REMEDY  ON  LEI- 'HOTS  DUnl-G  THa  YUAN  WITHOUT  SERVICE 

Gw  NORMAL  NO TICES • — 


132 

834 

25 

50 

19 

86 


Number  of  deiective  dwelling-houses  rendered  fit 
in  consequence  of  informal  action  by  the  Local  Authority 
or  their  officers 38 


3.  ACTION  UNDER  STATUTORY  PQWLuG  DURING  THE  YEAR 

( a ) Proceedings  under  Sections  9? 10,  and  16  of  the 
Housing  Act,  1936: 

(i)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requesting  repairs Nil 

(ii) Number  of  dwelling-houses  which  were  rendered 
fit  after  service  of  formal  notices 

a)  By  Owners Nil 

b)  By  Local  Authority  in  default  of  Owners...  Nil 

( b ) Proceedings  under  Public  Health  Acts ; 

(i) Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  the  defects  to  be 
remedied 19 

(ii) 

Number  of  dwelling-houses  in  which  deiects 
were  remedied  after  service  of  formal  notices :- 

a)  By  owners 15 

,b)  By  Local  Authority  in  default  of  owners...  Nil 


(c)  Proceedings  under  Suctions  11  and  13  of  the  Housing 
•Act,  1936;  

(i>  Humber  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made 1g 

(ii)  Humber  or  dwelling-houses  demolished  in  pur- 
suance of  Demolition  Orders q 


(d)  Proceedings  under  Section  12  of  the  Housing  Act,  1936 

(i)  Number  or  separate  tenements  or  underground  rooms 
in  x espect  of  which  Closing  Orders  were  determined 
me  tenement  or  room  having  been  rendered  fit. ...Nil 

( ii)  Number  of  separate  tenements  or  underground  rooms 

m respect  of  which  Closing  Orders  were  made 1 


12U8ING-  .ACT  1936  - PART  IV  - OVERCROWDING 

(a) 

(i)  Number  of  dwellings  overcrowded  at  the  end  of 

the  year w , 

(n;  Number  of  families  dwelling  therein Not  known 

(iiij  Number  of  persons  dwelling  therein Not  known 

(b)  Number  or  new  oases  oi  overcrowding  reported 

during  the  year 

( c )  i i ) Number  of  cases  of  overcrowding  relieved  during 

the  year 6 ^ 

(ii) Number  of  persons  (equivalent  adults)  concerned 

m such  cases 

*-D 

(d)  Particulars  of  any  cases  in  which  dwelling-houses 
have  again  become  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 
overcrowding 

The,  rc;housed  families  during  the  year. 

The  s vs  tern  nf  ^ + ^ pe:Tsons  unhoused  was  approximately  321. 
ihe  system  oi  routine  inspection  of  Council  Houses  bv  this 

f SM" in  - i If  eener'Sl  St“d  «“leaSl^8s 
, excellent  but  m eight  cases  notice  was  given  to  thp 

-ndC?t\t0  lrnprJve  conditions.  This  act ion^proved  sufficient 
f „ ‘ 1,83  found  necessary  to  take  any  formal  action 

the  Bor oLSNfen  °f  t,njr  defects  «*  these^Le  tNseo  of  to 
the  Box ough  Surveyor  for  his  attention. 


8. 


INSPECTION  AND  SUPERVISION  OF  FOOD 


PI LIC  SUPPLY 


17  Dairymen  are  trading  in  the  Borough  as  shown  below: 

Producer/Ae tailors  11 

" » T.T.  4 

Distributors  2 

I'otal  1 7 


From  the  table  it  will  be  seen  that  4 dairymen 
produce  Tuberculin  Tested  milk  - the  rest  producing 
ordinary  milk.  One  distributor  bottles  his  milk  in  the 
Borough  whilst  the  other  has  a pasteurising  plant  situated 
outside  the  Borough  and  retailes  - both  Pasteurised  and 
Tuberculin  Tested  pasteurised  milk  in  the  District. 

The  Ministry  of  Agriculture  and  Fisheries  is 
responsible  for  the  inspection  of  farms  and  other  premises 
where  milk  is  produced. 


MEAT  AND  OTHE.i  FOODS 

During  the  year  meat  was  de-rationed  by  the  Ministry 
of  Food  and  the  abattoir  was  operated  by  the  Council  for  a 
short  period.  However  in  August  the  Abattoir  was  leased  to 
a local  butcher. 

In  view  of  this  development  it  was  found  that-  the 
proposed  h.M.S.A.  depot  was-  not  needed.  • Thereioiv  no 
further  action  was  taken  in  this  matter. 

A second  cattle  slaughtering  bay  was  constructed  during 
the  period  under  review  end  a second  electric  hoist  installed. 
A hot  water  system  with  a storage  capacity  of  2p0  gallons 
was  installed  to  provide  water  for  the  scalding  of  pigs  and 
for  general  slaughtering  requirements.  A new  pig  scalding 
tank  was  also  purchased.  Consideration  was  given  by  the 
Council  to  the  provision  of  new  sanitary  accommodation, 
gut  room  and  other  essential  buildings  to  replace  the 
existing  out  buildings  but  little  progress  was  made. 

The  following  table  shows  that  12,333  animals  were 
slaughtered  and  that  the  carcase  and  organs  of  each  animal 
was  inspected  for  diseased  condition,  a total  of  47© 
visits  being  made  to  the  abattoir  for  this  purpose. 

The  number  of  animals  slaughtered  showed  an  increase 
of  31>0  over  the  previous  year. 
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Caros sea  inspected  and  Condemned 


Cattle 
exclud ing 
CoVvS  COWS 

Number  killed  1,125  190 

" Inspected  1,125  190 


.All  Diseases  except 
Tuberculosis 

Whole  Carcases 

condemned  3 18 

Carcases  of  which 

some  port  or  organ 

was  condemned  696  147 


Percentage  of  the 
number  inspected 
affected  with 
disease  other  than 
Tuberculosis  62.3^0  d>7% 


Tuberculosis 

Only 

Whole  Carcases 

condemned  0 0 

Carcases  of  which 

some  part  or  organ 

was  condemned  24  5 


Percentage  of  the 
number  inspected 
affected  with 

Tuberculosis  2.1 3%  2 .63^ 


Colves 

Sheep 

end 

Lambs 

Pigs 

To  tal 

796 

796 

7,946 

7,946 

2,276 

2,276 

12,333 

12,333 

3 

20 

10 

54 

9 

1189 

339 

2379 

1.4% 

1 5*  23b 

15.4% 

0 

0 

0 

- 

- 

158 

188 

0 . 1 23>o 

6.  9>o 

During  the  year  an  estimated  octal  of  1,923,239  lb.  of  meat 
and  offal  was  dealt  with  at  the  Abattoir,  Of  this  25,225  lb*  equiv- 
alent to  \7)%  was  condemned, 

I have  to  point  out  that  there  has  been  a considerable  decrease 
in  the  number  of  cattle  found  to  be  affected  with  Tuberculosis, 

This  was  no  doubt  due  to  the  fact  that  the  slaughtering  of  reactors 
under  the  Tuberculosis  (South  West  Wales  Eradication  Area)  Order, 
1952  was  completed  during  1953* 

The  Tuberculosis  (Pembrokeshire  Area  Eradication)  Order,  1953, 
came  into  operation  on  1st  January,  1954.  The  1952  Order  had  not 
included  the  whole  of  Pembrokeshire  and  the  1953  Order  included 
the  remainder  of  the  County  including  the  Borough  of  Pembroke, 

One  would  therefore  have  expected  a high  percentage  of  carcases 
inspected  at  the  Abattoir  to  be  affected  with  Tuberculosis,  This, 
however,  was  not  the  case  because,  for  administrative  convenience, 
the  bulk  of  the  reactors  were  slaughtered  at  Haverfordwest  while 
we  dealt  with  ordinary  cattle.  By  Juno  the  Minister  of  Agriculture 
and  Fisheries  considered  that  tuberculosis  of  cattle  in  the  county 
was  for  practical  purposes  non-existent  therein  and  declared  West 
Glamorgan  and  the  whole  of  the  Counties  of  Cardigan,  Carmarthen 
and  Pembroke  to  be  an  attested  area  for  purposes  connected  with  the 
control  of  tuberculosis. 
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^ The  follow  in;  table  shows  the  ocrcentagc  oi'  animals 

or  each  kind  affected  by  Tuberculosis  during  the  last 
four  years* 


Cattle 
exclud ing 
Cows  Cows 

O.alve 

Sheep 

and 

s Lambs 

Pigs 

1951 

3.S)o 

21. 1 % 

- 

- 

2% 

1952 

6.  ijfe 

23.  8/o 

0.32% 

- 

5*  98% 

1953 

9.  75% 

1 9.  05/j 

0.  1 1 % 

- 

6.  82% 

1954  2.  23/j  2.  63%  0.123% 

The  above  figures  clearly  show  the 
percentage  of  slaughtered  aattle  affected 

6.  9% 

great  drop  in  the 
with  tuberculosis 

POOD  SHOPS 


1H 5 visits  were  made  to  food  shops  during  the  year. 
A total  of  1,4492b  food  was  condemned  in  addition  to  the 
meat  and  offal  condemned  at  the  Public  Abattoir. 

MARKET 


The  Pembroke  Dock  Market  was  held  weekly  and  6 visits 
were  made  during  the  year. 

RLSTx.Th^HT  KITQKLNS  nhD  OTHnR  POOD  Pki^PAklNG 
PkliiMI  SfS 


7 visits  were  paid  to  various  food  preparing  premises 
and  advice  and  suggestions  in  connection  with  i ood 
hygiene  were  offered  where  necessary. 

IGE-CxuDAM 

9 Visits  were  paid  to  promises  licensed  for  the 
manufacture,  storage  or  sale  of  ice-cream.  Here  again 
advice  as  to  the  best  methods  of  preparation,  storage 
and  sale  was  given  where  necessary.  During  the  year 
2 premises  were  registered  for  the  storage  and  sale  of 
ice-cream. 

ADULTER* TI OH , PTC . 


The  bulk  of  the  Food  and  Drug;s  Act  sampling  is  at 
present  being  carried  out  by  the  Weights  and  Measures 
Department  of  the  Pembrokeshire  County  Council  and  by 
the  Pembrokeshire  Mice.  The  police  are  carrying  out 
sampling  in  connection  with  milk  adulteration  while  the 
Weights  and  Measurers  Deportment  sample  other  foods. 

Weights  and  Measures  Department 

The  following  table  shows  that  51  samples  of  food 
other  than  milk  v^ere  taken  in  the  Borough  during  the  year:- 
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Name  of  Sample 


No. Taken 


Name  of  Sample 


No.  Taken 


Almond  Essence 

1 

Pearl  Barley 

1 

Beef  Sausage 

2 

Pork  Sausage- 

2 

Butter 

3 

Processed  Peas 

1 

Butter  Beans 

Quick  Frozen  Beans 

1 

Cheese 

1 

Rice 

2 

Cooking  Fat 

1 

Salt 

1 

Cornflour 

1 

Self-raising  flour 

1 

Cream  Crackers' 

1 

Sugar 

2 

Dessicated  Coconut 

1 

Sugared  Coconut 

1 

Fish  Paste 

1 

Sultanas 

1 

Green  Be a Soup 

1 

Sweetended  Coffee 

1 

Ground  Coffee 

1 

Tea 

2 

Ground  Ginger 

1 

Tinned  Crab 

1 

Ground  Nutmeg 

1 

Tinned  Cream 

2 

Honey 

1 

Toffees 

1 

Jam 

1 

Vinegar 

1 

Jelly 

2 

White  Pepper 

1. 

Ovaltine  Biscuits 

1 

Lemonade 

1 

Lumon  Cheese 

1 

Lentils 

Macaroni 

1 

Marmalade 

1 

Margarine 

2 

All  of  these  samples  proved  to  be  genuine  and  in  a 
wholesome  condition. 


PSMBKOKESHIkE  POLICE 


30  samples  of  milk  were  taken  during  the  year  by  the 
Pembrokeshire  Police.  Two  of  these  samples  were  found  to 
be  below  standard  but  an  ’appeal  to  the  cow’  sample  In  each 
case  proved  the  milk  genuine. 


CHEMICAL  AND  BACTERIOLOGICAL  ELIMINATION  OF  FOOD 

Ghemicol  and  Bacteriological  Examinations  of  food  ore 
carried  out  by  the  Public  Health  Laboratory  Service  in 
Carmarthen  and  by  H.J*  Evans  Esq..?  B.Sc.  , F.R.C.  , F.C.S.  » 
Public  Analyst,  Bank  Lane,  Carmarthen. 


SHE  LLP' 1 SH  ( MOLLU3CAN ) 

There  are  no  shellfish  buds  or  layings  in  the  Borough. 

FOuD  POISONING-  OUTBREAKS 


No  cases  of  food  poisoning  were  notified  in  the  Borough 
during  the  period  under  review. 

GENERAL 
INFECTIOUS  DISEASE 

Four  cases  of  Scarlet  Fever  and  seven  cases  of  Pulmonary 
Tuberculosis  occurred  curing  the  year.  10  premises  were 
fumigated  after  cases  of  Tuberculosis  and  one  after  Scarlet 
Fever. 
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*1 


COMPL..IOTS 


2+81  complaints  were  received  during  the  year  and 
the  appropriate  action  was  taken  in  each  case. 


RODBwT  CONTROL 

Rodent  control  continued  during  the  year  under 
review  and  the  Council's  Rodent  Operative  surveyed 
3903  premises  and  carried  out  a total  of  119  campaigns 
against  rodents.  The  number  of  campaigns  carried  out 
wqs  54  less  than  the  previous  year's  figures* 

This  reduction  might  be  due?  in  some  measure , 
to  a smaller  rat  population  following  the  vigorous 
rodent  campaigns  in  1953  but  there  is  evidence  that  the 
general  public  and  occupiers  of  business  premises  were 
not  quite  so  ready  to  report  the  presence  of  rodents. 

There  is,  of  course,  a small  charge  for  Rodent  Control 
where  business  premises  ore  concerned  and  it  may  well 
be  that  the  occupiers  of  these  premises  are  reluctant 
to  pay  for  this  service. 

During  the  year  the  Rodent  Operative  made  a total 
of  9 >042  visits  to  premises  ano  it  is  estimated  that 
approximately  3> 2-U5  rodents  were  destroyed  in  1954* 

Continued  use  was  made  oi  the  rodenticide  Warfarin 
which  was  first  tried  in  the  Borough  during  1952® 

Warfarin  has  given  excellent  results  and  has  now  almost  . 
displaced  the  other  poisons  used  for  rodent  control 
Test  baiting  of  the  sewers  in  the  Borough  showed  that 
there  were  slight  infestations  in  some  sections.  Poison 
treatments  were  carried  out  and  subsequent  test  baiting 
proved  these  treatments  to  be  effective. 

FACTORIES  ACTS,  1937  and  1948 

There  were  15  non  power  factories  in  the  Borough 
and  65  mechanical  power  factories,  making  a total  of 
80.  In  addition  there  were  9 other  premises  to  which 
the  Factories  Rets,  1937  and  1948  apply.  Pressure 
of  work  prevented  regular  inspections  of  factories 
being  carried  out  but  9 inspections  were  made. 

In  no  case  was  any  want  of  cleanliness,  over- 
crowding, unreasonable  temperature,  inadequate  ventila- 
tion, ineffective  drainage  of  floors  , or  insuff icient , 
unsuitable,  defective  or  not  separate  sanitary  conveniences 
discovered. 

To  the-  best  Oi  my  knowledge  no  outwork  was  carried 
on  in  the  Borough. 


13 


CONCLUSION 


In  conclusion  Mr.  Mayor , Ladies  and  Gentlemen  I 
oncu  again  take  this  opportunity  of  thanking  you  and 
your  other  Chief'  Officers  for  the  assistance  and 
co-opv. ra t ion  so  readily  given  throughout  the  year  and 
the  members  of  the  staff  01  the  Sanitary  Department 
for  their  continued  loyalty  and  service. 

I am, 

Mr.  Mayor?  Ladies  and  Gentlemen, 

Yours  obediently, 

C.K.  Ssndell, 


M.R.S.H.  , M.S.I.A.  , 

Senior  Sanitary  Inspector. 


Sanitary  Department, 
Municipal  Offices, 
Pembroke  Dock. 

11th  January,  1956* 


14 


